Lake Vesuvius "Dream Lake" located in c 
Lawrence County, 8 miles north of Ironton. £ 
Covers 143.27 acres, 10 miles of shore line, °. 
23/ 4 miles from mouth to spillway, emptying < 
into Storms Creek. One of the finest re- ^ 
creational centers in Southern Ohio. 
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View of Vesuvius Lake and Spillway , Ironton, Ohio 
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The Dream Lake of Ironton‘ 







